Cancellation Notice 


Attention! 
This notice contains information regarding cancelled 
Nortel Networks Technical Publications (NTPs). 


Cancelled NTP: UCS DMS-250 Gateway IMT Application Guide, 297-2621-331 02.03 


Replacement NTP: Gateway IMT (GIMT) Application Guide, 297-2621-902 01.01 


Cancellation notice number: 297-2621-331CN.01.01 
Release date: September 2004 
Release applicability: SN07 (DMS) and higher 


